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In  the  above  article  the  following  changes  should  be  made, 
p.  177,  Section  1,  l.h.  column,  rows  22/23:  delete  “metallic  lithium  anode  in  the  case  of  lithium  batteries”, 
p.  178,  Section  3,  l.h.  column,  row  8;  [10]  should  be  changed  to  [3] . 
p.  180,  r.h.  column,  row  10:  delete  [  11];  row  19;  delete  “cells”, 
p.  181:  Before  References  the  following  paragraph  should  be  inserted. 
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